Message 


From: Ewart, Burt [bewart@facil.umass.edu] 

Sent: 6/1/2012 7:57:19 PM 

To: Taugher, Helen (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Helen.Taugher]; Hanchett, James (DPH) [/0=C0M MON WEALTH OF 
MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=James.Hanchett] 

Subject: The heat is on! - Hopefully no longer... 

Helen and Jim, 

I met with Steve from Physical Plant and we figured out what we could turn off in the steam room without shutting down any of the 
Vivarium functions, and so hopefully the radiation is cooling down. If nothing else, overall the building should be considerably 
cooler. 

Let me know if on Monday morning you are still getting heat radiating from those pipes. 

Have a great weekend. 


Burt Ewart 

Capital Project Manager 
University of Massachusetts 
Facilities Planning Division 
360 Campus Center Way 
Amherst, MA 01003-9248 


bewart(®facil.umass.edu 


Direct Extension: 413.577.0128 

Mobile: | 

Office Main: 413.545.1383 


Fax: 


413.545.3684 


From: Taugher, Helen (DPH) [mailto:helen.taugher@state.ma.us] 

Sent: Friday, June 01, 2012 8:58 AM 

To: Ewart, Burt 

Subject: RE: The heat is on! 


thank you, we appreciate it, 

it's not that we don't like heat - in January....:) 


Helen/ 

Helen Crean Taugher DNP MPH RN 

Regional Immunization Nurse - Western Region 

Massachusetts Department of Public Health 

Bureau of Infectious Disease Prevention, Response and Services 

413-545-6604 


Folk OIG PRR 097450 






From: Ewart, Burt rmailto:bewart@fadLumass.edul 
Sent: Friday, June 01, 2012 8:57 AM 
To: Taugher, Helen (DPH) 

Subject: RE: The heat is on! 

Helen, 

We have had the same complaint in other parts of the building. For some reason the Physical Plant people are having problems with 
shutting down the radiation for the summer ~~ so I'll forward this on. 

Thanks, 


Burt 
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Lift fcWSIft 

Capital Project Manager 
University of Massachusetts 
Facilities Planning Division 
360 Campus Center Way 
Amherst, MA 01003-9248 

bewart@facil.umass.edu 

Direct Extension: 413.577.0128 

Mobile: HHHHI 

Office Main: 413.545.1383 

Fax: 413.545.3684 

From: Taugher, Helen (DPH) rmailto:helen,tauaher@state.ma.us1 
Sent: Thursday, May 31, 2012 2:00 PM 
To: Ewart, Burt 
Subject: The heat is on! 

Hello Burt! 

Can you take a look at our situation in room 224? The heat is coming out of the pipes 

Helen/ 

Helen Crean Taugher DNP MPH RN 

Regional Immunization Nurse - Western Region 

Massachusetts Department of Public Health 

Bureau of Infectious Disease Prevention, Response and Services 

413-545-6604 


Folk OIG PRR 097451 







